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RUINS  OF  SHELDON  CHURCH  -  BEAUFORT  COUNTY,  S.  C. 

Located  between  Yemassee  and  Gardens  Corner  the 
historic  ruins  are  all  that  rennain  of  one  of  the  Souths 
most  beautiful  churches.  Completed  in  1748  the  church 
was  burned  by  the  British  in  1780  and  by  Sherman  s 
Army  in  1865.  The  Episcopal  Church  of  Prince  Williams 
Parish  has  an  annual  service  held  amidst  the  rums  on 
the  second  Sunday  after  Easter. 
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